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{ W~rk Ord~r ID~03'71 
~~n_-cc_~-- 
--- 
1-111111-111111-11-11--11-111111111111-111--1 
---~ 
~_1; 
~.-- ..;:e~.~- 


Monday, June 06, 2011 8..'{'OS AM_--.J 
_ 
-- 
~--7 
--- 


Item ID: 
D206-781-051 
- 
Accept 
111111111111111111111111111111111111111111111111111111111111 
Setup 
Start 
1111111111111111111111111 


Revision 
ID: 
Stop 
1111111111111111111111111 
Item Name: 
Floor 
Protector 
(Pilot, 
Co-Pilot 
and Passenger) 


Start 
Date: 
6/6/2011 
Start 
Qty: 
1.00 


Required 
Date: 6/7/2011 
Req'd 
Qty: 
1.00 


Reference: 


111111111111111 


111111111111111 


Cust Item ID: 


Customer: 


Approvals: 
Process Plan: 
c."£: 
Date: ~U1>j!Ll1Xo Tooling: 


QC: 
Date: 
SPC (YIN): 


_______ 
Date: 
_ 


___ 
Date: __ 


Run 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Memo 
0.00 
'" 
\ 
I 
Photocopy 
bluefile &type labels per PPP 0206-781-051/ 
OSI 9480 0 
\.Iv We, l- ~ 
CHGOOI 
"1Z:' 


Sequence IDI 
Operation 
Work Center 
ID 
Description 


! DrawNbr 
Revision Nbr 
~ 
i--DS-I9-48-0----A 
--- 
I 


100 


1111111111111111111111111 
DC 


Document 
Control 


Set Upl 
Run Hours 


0.00 


TooIID. 
Tool # 
Plan 
Code 
Accept 
Reject 
Reject 
Insp. 
Qty 
Qty 
Number 
Stamp 


uc;e~cL 
11- t-t::, 
--ttJ ~ 
---- -~- 


110 


11111111111111111 
1111 I11I 
Packaging 


Packaging 


Pick Kit 


Memo 


0.00 


0.00 
-IJ1k./{PjJ __ 


120 


1111111111111111111111111 
QC 


Quality Control 


QC4- 100% Inspect kits for completeness 


Memo 
-CiP---- 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDU RE CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mgr 
QC Inspector 


Part No: 
PAR #: 
Fa ult Category: 
NCR: Yes 
No 
DQA: 
Date: 


Resolution: 
Di position: 
QA: N/C Closed: 
Date: 


NCR: 
WORI 
ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Ir itial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chi f Eng 
Chief Eng 
Date 


\, 
NOTE: Date & initial all entries 


+- 
a 
H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


'~-"".~~--;~~~~ 
~~: 
,'", 
l ~r~,,:-'~-tJ~."!,,•..J~;,~,~.,:j~73~-t~~;%;.~ 
.::f~%:iJ:k'r¥i;&~7t~r'~::,<~~dl~FZi~l!~~~~!1-~~L3Tj~~n;!1T~L"?~~;::?:~'i~~ll~~~~'r!~l!;~L~!~r~~;~. 


___ 
-_---._-_,_--==--=---=-=-c=--=.=~======= 
" . Work Order ID 
70371 


Monday, June 06,2011 
8:45:05 AM 


Item ID: 
D206-781-051 


Revision ID: 


Item Name: 
Floor 
Protector 
(Pilot, 
Co-Pilot 
and Passenger) 


Start Date: 
6/6/2011 
Start Qty: 
1.00 


Required 
Date: 6/7/2011 
Req'd Qty: 1.00 


Reference: 


111111111111111 


111111111111111 


11111111111111111111111111111111111 


Accept 
111111111111111111111111111111111111111111111111111111111111 


Cust Item ID: 


Customer: 


Page 2 


Setup 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Approvals: 
Process Plan: _~____ 
Date: 
Tooling: 


QC: 
Date: 
SPC (YIN): 


____ 
Date: __ 


__ 
Date: __ 


Run 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Identify and pack for shipping 
as per PPP 0206-781-051/ 
OSI 9480 


Location: 
0M ~J.- 
PPP rev: 
f.. 
r7 


Sequence IDI 
Work Center ID 


130 


1111111111111111111111111 
Packaging 


Packaging 


140 


1111111111111111111111111 
QC 


Quality Control 


Operation 
Description 


Memo 


QC21- Final Inspection 
- Work Order Release 


Memo 


Set Upl 
Run Hours 


0.00 


0.00 


0.00 


0.00 


Tool ID 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
COO231;~mb~mp 


, ;. 
I 
. 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDUR E CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng I 
Prod Mar 
QC Inspector 


Part No: 
PAR #: 
Fal It Category: 
NCR: Yes 
No 
DQA: 
Date: 
-- 


Resolution: 
Disposition: 
QA: NlC Closed: 
Date: 


NCR: 
WORt< ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section 8 
Verification 
Approval 
Approval 
DATE 
STEP 
Section A 
In ial 
Action Description 
Sign & 
Section C 
Chief Eng 
QC Inspector 
Chie 
Eng 
Chief Eng 
Date 


" NOTE: Date & initial all entries 


't 
H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


_.~~~--,,~~:~~~~~;r-~~~~~.,:,.-.~~;.. 
'".I 
••~~:'- ,~.rr).;;;:4~:u";~.~j;~~~.:.:'~m~~~~~~}:,'~.;i~~w~~::{~.~~t~~~~lt~:,::~~~'~~~!~,Th"it~r!~es~~~~.t~~ 


Page 1-r 


Required 
Date: 6/7/2011 


Required 
Qty: 1.00 


Start Date: 6/6/2011 


Start Qty: 
1.00 


--~-_._---~------ 
- ------- --- ---- 
- ----- 
--- 
- 
-~. 
~-- 
_.~ 
-------~------- 
-- .---_._---- 
• 


Monday, June 06,2011 
8:45:02 AM 
Pieklist Print 


Work 
Order 
10: 
70371 
11111111111111111111111111111111111 


Parent 
Item: 
0206-781-051 
1111111111111111111111111111111111111111111111111111111111111I11111111 
Parent 
Item Name: 
Floor Protector 
(Pilot, Co-Pilot and Passenger) 


-~---~~~~- 
----~~~~~~~--- 
----~~---~~--~--- 
-~-------- 
-~~ 


Comments: 
IPP RevA: New issue DD verified by:EC 


Component 
Item 10/ 
Replacement 
Mfg/ 
Item Name 
Item 
ID 
Purch 
Bin 
Primary 
Last 
Route 
Unit of 
Qtyon 
Qty per Kit 
Total 
Qty 
Date 
Status 
Item 
Location 
Location 
Seq ID 
Measure 
Hand 
Qty 
Issued 
Issued 


Location 
!&£...Q!y 


FG040 
2 


67932 
2 


!&£...Q!y 


2 


2 


110 
Each 


2.0000 
1 -ltl4i2 
II11111111 


Loc Code 
IUl 


2.0000 
~~M 
1111111111 


Loc Code 


. I 
7 


Each 
110 


. 
68079 
_ 


FGOIO 


~linllrili lUI.1111111111DiliWW 
I1111 ~~ 1111Manufactu"d 
No 


Floor Protector (Pilot and Co-Pilot) 


Floor Protector 
(Passenger 
Cabin) 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDUR E CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mqr 
OC Inspector 


Part No: 
PAR#: 
Faul 
Category: 
NCR: Yes 
No 
DQA: -- 
Date: 


Resolution: 
Disp psition: 
QA: NlC Closed: 
Date: 


NCR: 
WORK ::lRDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Init ~I 
.Action Description 
Section'C 
Chief Eng 
OC Inspector 
Chief 
ng 
Chief Eng 
Date 


"- 
NOTE: Date & initial all entries 
, 
H:\fFOR'M'S\o'uality 
Assurance\approved 
OA\NCRWO 
RevE 


.,' 
Y' 
. .,,~~~tiT",~,~~t"-;;'~~7'7.~~.~~~~':j~~;F:f~r~r~;j;~'f~ 


